GREENSBURGER HOTEL 

PENNSYLVANIA AVE. and OTTERMAN ST. 
GREENSBURG, PA. 

On Lincoln Highway U. S. 30 
A modern 100 room hotel, reasonable rates. 
Centrally located. Coffee shop and cocktail 
lounge. 

A. P. Kostakos, Manager 
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